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March 25, 1991 

James E. Schardt, Esq. 

Assistant General Counsel 
Philip Morris Management Corporation 
P. O. Box 26583 
Richmond, VA 23261-6583 

Re: Proposed Patent Application entitled 

SEPARATION PROCESS USING ORGANIC ACIDS 
AND NOVEL ORGANIC ACIDS of Seeman, Secor, 
Ferguson and Howe 
PM 1396 

Our Ref: PM-89-2_ 


Dear Jim: 


703-5 21-21 IO 
FAX 703-521-3526 


RECEIVED 
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Mff Kff NT 


MAR 2 8 1991 


NOTED 


DOMINIC J. G1ANCOLA 
STUART D. FRENKEL 


Enclosed are two copies of a patent application which 
has been revised taking into consideration the comments and 
suggestions of Dr. J. Seeman forwarded to us on March 14, 1991. 

We have included a definition of ISOPAR-K used in some 
of the Examples as well as a list of suitable organic solvents. 

We believe this application is in condition for 
execution and filing. 


Very truly yours, 
DEPAOLI & O'BRIEN, P.C. 



George A. Depaoli 

GAD:vl 

Enclosures 



Source: https://www.industrydocuments.ucsf.edu/docs/nypjOOOO 











